ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT #5 

DATE 09-03-2015 
OFFICER1 P. GONZALES # 106 
OFFICER2 Z. SHAMOYAN 
SUPERVISO B. REYES 


R 
1200- BRIEFING: ALL EQUIPMENT IN GOOD WORKING ORDER. 
1225 ASSIGNED VEHICLE # 4. 

1245- BUSINESS CONTACT: HAIR PEOPLE, 1123 VINE STREET - 

1250 WE CONTACTED THE OWNER, JULIA, WHO ADVISED THAT 
ALL WAS WELL. 

1255- BUSINESS CONTACT: STARBUCKS, 6104 SUNSET BLVD. - 

1300 WE CONTACTED THE EMPLOYEE, JOE, WHO ADVISED 
THAT ALL WAS WELL. 

1315- AREA CHECK: DENNY’S, 5751 SUNSET BLVD. - THERE 

1325 WERE TRANSIENT BELONGINGS ON THE PROPERTY AND 
NORTH OF THE DENNY’S PROPERTY. THERE WERE NO 
TRANSIENTS VISIBLE. 

aS Bs 1 —P 

1400- BUSINESS CONTACT: MOBILE GAS STATION, 5857 

1405 SUNSET BLVD. - WE CONTACTED THE EMPLOYEE, 
ROBERTO, WHO ADVISED THAT ALL WAS WELL. 

1410- BUSINESS CONTACT: 5900 HOLLYWOOD BLVD. 

1415 (PARKING AREA) WE CONTACTED THE LOT ATTENDANT, 
ARMEN, WHO ADVISED THAT ALL WAS WELL. 

1430- BUSINESS CONTACT: RITE AID, 6130 SUNSET BLVD - WE 

1435 CONTACTED THE EMPLOYEE, NANCY, WHO ADVISED 


THAT ALL WAS WELL. 
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1540- 
1550 


1600- 
1630 
1655- 
1705 


1730- 
1735 


1745- 

1805 
1830- 
1835 


1900- 
1910 


1945- 


2000 
2030 


2030 


RADIO CALL: POPEYE’S, 6384 HOLLYWOOD BLVD. - A 
CALL OF A TRANSIENT CAUSING A DISTURBANCE. WE 
CONTACTED THE SUBJECT ON BEHALF OF MANAGER, 
TENESHA, AND HE LEFT THE LOCATION. 

CODE 7 


RADIO CALL: MCDONALD'S, 6776 HOLLYWOOD BLVD. - A 
CALL OF A TRANSIENT SLEEPING IN THE RESTAURANT. 
WE CONTACTED THE SUBJECT FOR MANAGER, 
CHRISTIAN, AND THE SUBJECT LEFT THE PROPERTY. 
UNIT ASSIST: RITE AID, 6130 SUNSET BLVD. - WE 
ASSISTED FB2 ON A CALL OF A TRANSIENT CAUSING A 
DISTURBANCE. FB2 HANDLED. 

ADMIN. / PAPERWORK: BID OFFICE - WE BEGAN THE 
DAILY LOG. 

AREA CHECK / CONTACT: GOWER GULCH, 6100 SUNSET 
BLVD. - AREA CHECKED CLEAR OF PROBLEMS AND WE 
CONTACTED THE LOT SECURITY GUARD, MARTINEZ. 
AREA CHECK: 1700 VINE (CAPITAL RECORDS AND 
SURROUNDING AREA) - THE AREA CHECKED CLEAR OF 
PROBLEMS. 

ADMIN. / PAPERWORK: BID OFFICE - WE COMPLETED 
THE DAILY LOG AND RELATED PAPERWORK. 

EOW 


END OF WATCH 
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